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Message Text 

CONFIDENTIAL 

PAGE 01 PARIS 24207 021442Z 
ACTION EB-08 

INFO OCT-01 EUR- 1 2 ISO-OO DODE-OO NSAE-00 ICA-11 
TRSE-00 SOE-02 DOE- 15 CIAE-00 COME-OO /049 W 

047607 030923Z/11 

R 021438Z AUG 78 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 5616 

CONFIDENTIAL PARIS 24207 

US OECD 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, GW, GE 

SUBJ: GERMAN PANORAMIC ADAPTOR TO HUNGARY 
REFS: A) COCOM DOC. (77) 862, B) STATE 088858 

1 . IN RESERVING ON THIS CASE USDEL ASKED THE GERMAN DE- 
GERMAN DEL HAS NOW 

RESPONDED AS FOLLOWS: "THE TYPE EZP PANORAMIC ADAPTOR IS 
NOT A DIGITALLY-CONTROLLED RADIO-RECEIVER. THE EQUIPMENT 
CAN THEREFORE NOT BE CONSIDERED BY THE PARAMETERS OF 
ITEM 1516(B). IT IS COVERED ONLY BY 1516(A). 

2. ACTION REQUESTED: RECONSIDERATION OF CASE IN LIGHT 
OF GERMAN STATEMENT ANDU.S. POSITION BY 15 WHEN CASES 
WILL BE ON AGENDA FOR U.S. VIEWS. 

KATZ 

CONFIDENTIAL 
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